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Description

Above-shoulder height
(for quadriplegics)
means controls are hard
to work and resident may
get burned reaching
inside.

Can use control, but
garbage disposal hits
knees.  Low for able-
bodied helpers.

Above-shoulder height of
residents; not enough of

them.

Under-counter refriger-
ator is too low to see
into and difficult to
open (needs handle).
Freezer compartment hard
to open.  Some have
trouble getting close to
refrigerator.

Nice to eat at, but in
the way when passing
through kitchen to bath-
room.  Braces prevent
more than one at a time
eating at it.  Users
can't adjust it them-
selves.  Too low for
lapboard.

Bathroom:

Sink

Medicine
cabinet

Too low for many people
(31-1/4"); water control
handle not long enough.

Doors slide stiffly, and
it is too far from user.
Many keep all their toi-
let articles on the
sink, where they are
accessible.

- 24 -sp, too close
